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Sup t. U. S. Mint, 

Philadelphia, Pa 

Pear Sir:- Your returns of our last deposit of bullion, memo 
dum of which we enclose herewith, is not at ail satisfactory. fixers 

were three out tons sent, the large ones would, assay bbb-uOOO oi gold, 
the small one we did not assay. There must have been some mistake, 

we are absolutely sure the lo-t could not run below b00-1000. Will 
you Kindly look the matter up, and see where the difference is. Is 

* • 4 

probable that bullion as poor as your memorandum manes tins to 
would, lose less than lour per cent, of its weight in melting? 

Yours truiy, 

iioexiora Watch Case Co. 
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Rockford Watch Case Co. 

Rockford, Ill. 

April 25, 1892 

Supt. U.S. Mint, 

Philadelphia, Pa. 

Dear Sir: - 

Your returns of our last deposit of bullion, memorandum of which we enclose herewith, 
is not at all satisfactory. There were three buttons sent, the large ones would assay 555-1000 of 
gold, the small one we did not assay. There must have been some mistake, as we are absolutely 
sure the lot could not run below 500-1000. Will you kindly look the matter up, and see where the 
difference is. Is it probable that bullion as poor as your memorandum makes this to be would 
lose less than four per cent, of its weight in melting? 

Yours truly, 

Rockford Watch Case Co. 



